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Health Certificate 
2019 Novel Coronavirus SWAB test 

This certificate is upon personal request and MOH 
is not under any responsibility 


31 -October-2020 
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Full Name 

J^uujJIAaP jAa^ 

JaUil 

Gender 

Male 


Age 

45 


Passport No. 

A17487990 


Date of report 

31-October-2020 
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Registration No. 

29810 
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REPORT DATE NEVER TO BE POSPONDED U%j jjj&II jjjU jjAj £Wsf 

(2019-nCoV) RNA (E-gene, N-gene, RdRp) test interpretation result: 


WE CERTIFY THAT A SWAB from THIS PERSON 
is tested for COVID-19 BY (real time-PCR), 

Result interpretation is 


Negative 
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Sk (j^av^iti 4 v^ta <jl a£jj 

( real time-PCR) COVID-19 

A^ulaII 4 y/n 


NO 2019 Novel Coronavirus (2019-nCov) RNA was detected in the specimen ,and 
the concentration was lower than the sensitivity of the kit. 
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Director 




Examination 


Authorization 

https://nursinghomeprivatehospital.eom/lab/Covid-19_result_validation/UrlReport//_ 29810 _1_Report.pdf 
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Use the mobile application to Scan the 
QR code for test validation 
use VPN if not reached 
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VPN JU. ^ 


YOU CAN RECHECK AFTER 3 DAYS FOR POSITIVE RESULT 
VALID FOR 72 HOURS STARTS FROM RESULT DATE 
NO RESPONSIBLITY ABOUT TRAVEL DATE CHANGES 
Design update 30-10-2020 
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